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■AJMDITJAL  REPORTS  OF  MEDICAL  OFFICER  OF  HEALTH 

AND 

.SENIOR  PUBLIC  HEALTH  INSPECTOR 
FOR  THE  YEAR.  1962 


TEST  ASHFORD  RURAL  DISTRICT ,  KENT 


Annual  Reports  of  the  Medical  Officer  of  Health  and 
Senior  Public  Health  Inspector  for  the  Year  1 962 


Mr.  Chairman  and  Councillors, 


I  have  the  honour  to  present  to  you  my  Annual  Report  for  the  year 

1962. 


The  Registrar  General*  s  estimate  of 
10,830  which  was  an  increase  of  130  over 


the  mid-year  Home  Population  was 
that  of  the  previous  year. 


Live  Births  and  Birth  Rate 


The  number  of  live  births  was  190  which  was  an  increase  of  32  over 
that  of  the  previous  year  and  the  crude  birth  rate  was  accordingly  17*34; 
this  becomes  18.42  after  adjustment  by  the  Registrar  General's  Comparability 
Factor  which  is  computed  from  a  population  standardised  for  age  and  sex 
distribution  and  was  higher  than  that  of  18.0  for  England  and  Wales. 

Stillbirths  and  Rate 


Four  stillbirths  were  registered  and  the  rate  of  20.62  per  1,000  total 
(live  and  still)  births  was  slightly  higher  than  that  of  1 8. 1  for  England  and 
Wales  which  has  remained  more  or  less  stationary  for  thirty  years. 

Infant  Deaths  and  Mortality  Rate 

One  infant  death  was  registered  due  to:- 

Gastro-enteritis  ) 

Broncho-pneumonia) 


The  infantile  mortality  rate  was  accordingly  3*26  which  compares  very 
favourably  with  that  of  18.2  for  England  and  Wales. 

The  hard  core  of  causes  of  Perinatal  Mortality  (i. e.  stillbirths  and 
infant  deaths  under  one  week  of  age)  are  prematurity,  asphyxia  and  atalectasis 
birth  injuries  and  congenital  malformations  and  the  chief  maternal  factor  is 
toxaemia  of  pregnancy. 

Maternal  Deaths  and  Mortality  Rate 


This  rate  was  nil,  as  there  were  no  maternal  deaths  due  to  Pregnancy, 
Childbirth  and  Abortion  and  is  a  reflection  of  the  high  standard  of  modem 
obstetric  practice. 


Total  Deaths  and  Death  Rate 


The  total  number  of  deaths  from  all  causes  was  1 60  (69  M.  91  F.)  and  the 
crude  death  rate  was  14*77;  this  higher  rate  was  due  to  the  naturally  higher 
mortality  in  Hothfield  Hospital  which  accommodates  chronic  sick  patients  and 
from  which  deaths  are  assigned  to  the  District  when  patients  have  been 
resident  for  more  than  six  months.  The  Registrar  General’s  Comparability 
Factor  which  is  computed  from  a  population  standardised  for  age  and  sex 
distribution  takes  this  into  account  and  the  adjusted  rate  was  8.33  which  was 
lower  than  that  of  12.0  for  England  and  Wales. 

The  majority  of  the  deaths  were  from  natural  causes  amongst  the  aged, 
namely  Heart  and  Circulatory  Disease  and  Vascular  lesions  of  the  Nervous 
System  of  which  there  were  86  out  of  the  total  of  1 60  deaths. 
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Disease  of  the  Coronary  Artery  of  the  Heart  was  the  cause  of  31  (l8i\. , 

1 3F)  of  those  deaths.  The  percentages  of  deaths  in  the  following  age  groups 
were  approximately  between  41  and  50  years,  y/o;  between  51  and  60  years,  6/o 
between  61  and  70  years  30^8  between  71  and  80  years, 3C^>;  between  81  and  90  years 
3C fio;  and  over  90  years  y/o* 

The  highest  mortality  was  spread  evenly  between  the  61  -70,  71  -oO,  and 
81  -  90  age  groups.  although  the  cause  of  coronary  disease  is  still  obscure, 
these  percentages,  having  regard  to  the  smallness  of  the  figures  for  statistical 
comparisons,  would  seem  to  indicate  that  there  is  a  degenerative  factor  associated 
with  the  causation  of  disease  of  the  Coronary  Artery. 

Cancer,  as  invariably  in  previous  years,  was  the  second  highest  cause  of 
deaths,  of  which  there  were  25*  Complete  cure  can  be  effected  if  a  diagnosis 
is  established  reasonably  early  but  delay  in  seeking  medical  advice,  particularly 
by  elderly  people,  having  regard  however  to  the  insidious  nature  of  the  disease, 
is  the  most  common  factor  associated  with  late  diagnosis. 

Cancer  of  the  Lung  caused  4  deaths  (3  M*  1  F.)  compared  with  1 2  in  the 
previous  year.  The  ages  of  death  were  62,  65,  72(F)  and  75  years,  and  one 
of  those  occurred  in  the  Chronic  Sick  Hospital  at  Hothfield.  Cancer  of  the 
Breast  caused  5  deaths  although  diagnosis  should  be  comparatively  easier  to 
establish  and  the  site  comparatively  much  more  accessible  for  surgical  or 
radiological  treatment. 

The  other  causes  of  death  were  miscellaneous,  there  having  been  no 
exceptional  incidence. 

Infectious  Diseases 

The  incidence  of  the  notifiable  Infectious  Diseases  was  at  a  minimum 
during  the  year  throughout  the  District.  There  was  no  case  of  the  more  serious 
infections  as  for  example  Poliomyelitis,  Diphtheria,  Enteric  Fever,  Meningitis 
etc. ,  and  it  is  interesting  to  record  that  there  was  no  case  of  Whooping 
Cough  which  was  probably  due  to  preventive  vaccination  -  a  disease  which  in 
past  years  has  caused  much  chronic  lung  damage  and  innumerable  deaths  amongst  infant 

Measles 

— ———I'M  IL ■ 

This  was  a  non-epidemic  year,  only  3  cases  having  been  notified  and  none 
had  any  of  its  serious  complications,  namely  Broncho-pneumonia,  Acute  Otitis 
Media  and  rarely  Acute  Encephalitis. 

Scarlet  Fever 

Three  sporadic  cases  were  notified.  In  its  present  phase,  this  is  a 
comparatively  mild  disease  and  cases  are  now  treated  at  home,  unless  rarely 
a  serious  complication,  namely  Carditis,  Acute  Suppurative  Otitis  Media  or 
more  commonly  Acute  Nephritis  supervenes  or  unless  for  some  social  reason, 
such  as  overcrowding  in  a  caravan. 

No  other  cases  of  Infectious  Disease  were  notified  other  than  three  cases 
of  Acute  Primary  or  Influenzal  Pneumonia. 

Tuberculosis 

It  is  noteworthy  to  record  that  no  new  case  of  Respiratory  or  Non-Re spiratory 
Tuberculosis  was  notified  during  the  year  and  also  that  there  was  no  death,  which 
is  a  reflection  of  the  efficacy  of  modern  treatment. 

In  conclusion,  I  would  state  that  the  Public  Health  of  the  District  was 
very  satisfactory  throughout  the  year,  and  I  would  take  this  opportunity  of 
thanking  you  for  your  interest  and  support  in  the  work  of  the  Department  and  also 
the  staff  for  their  efficiency  and  co-operation. 


Central  Public  Health  Office, 
14*  Church  Road, 

Ushford,  Kent. 

Cel:  No:  Ashford  1485 


I  am. 

Your  obedient  Servant, 

J.  MARSHALL,  M.  B.  ,  Ch.B. ,  D.P.H. 
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STATISTICAL  AND  SOCIAL  CONDITIONS  OF  TIIE  DISTRICT 

FOR  1 962 


Area:-  39,453  acres. 


Registrar-General's  Estimate  of:- 
The  Resident  Population 

Number  of  Inhabited  Houses  According  to 
the  Rate  Book 

Rateable  Value 

Sum  Represented  by  a  Penny  Rate 


10,830 


3,729 

£258,263 


•  •  •  o  o  •  ••• 


£450 


SOCIAL  CONDITIONS 

West  Ashford  Rural  District  is  predominantly  agricultural  in  character 
there  are  only  a  few  light  industries.  The  Council  has  been  a  progressive 
Housing  Authority,  having  built  733  post-war  houses  and  altogether  own  825 
houses.  Generally  social  conditions  are  satisfactory. 
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EXTRACTS  FROM  VITAL  STATISTICS 


West  Ashford  Englanc 


Rural 

and 

Total 

M. 

F. 

District 

Wales 

1. 

Live  Births 

190 

94 

96 

Birth  Rate 

17.34 

18.0 

(a)  Legitimate 

per  1 ,000 

(Adjusted 

180 

89 

91 

estimated 

Rate 

(b)  Illegitimate 

resident 

18.42) 

10 

5 

3 

population 

2. 

Stillbirths 

(a)  Legitimate 

(b)  Illegitimate 

4 

3 

1 

Rate  per 

1 ,000  total 

20.62 

18.1 

— 

- 

- 

(live  and 

still)  births 

3. 

Total  live  and  stillbirths 

194 

97 

97 

4. 

Deaths 

160 

69 

91 

Death  rate 

14.77 

11.9 

per  1 ,000 

(Adjusted 

resident 

Rate 

population 

8.55) 

. 

3. 

Deaths  from  Pregnancy f 

— 

— 

~ 

Rate  per 

— 

Not 

Childbirth,  Abortion. 

1 ,000  live 
births 

Availabl* 

6. 

Deaths  of  Infants  Under 

1 

— 

1 

Rate  per 

3.26 

21.4 

One  Year  of  Age 

1 ,000  live 
births 

‘  1  1 

(a)  Legitimate 

- 

- 

- 

Rate  per 

1 ,000  leg- 

- 

itimate  live 

births 

i 

(b)  Illegitimate 

1 

1 

Rate  per 

1 ,000 

illegitimate 
live  births 

100 

7. 

Deaths  of  Infants  Under 

Four  Weeks  of  Age 

Rate  per 

1 ,000  live 
births 

1 3.6 

(a)  Legitimate 

- 

- 

- 

(b)  Illegitimate 

- 

- 

- 

i 

8. 

Illegitimate  births  per  cent  of 

total 

live 

births 

0.5$ 

9. 

Deaths  from  Cancer  (all  ages) 

23 

Deaths  from  Whooping  Cough  (all 

ages) 

- 

p 

Deaths  from  G-astritis,  Enteritis  and  Diarrhoea 

- 

Deaths  from  Measles 

The  following  cases  of  Infectious 

Diseases  were  notified  during  the  year. 

Measles 

•  •  • 

•  •  •  •  •  • 

3 

Acute  Primary  or  Influenzal  Pneumonia 

•  •  • 

•  •  «  •  •  • 

3 

Scarlet  Fever 

•  •  • 

•  O  •  •  «  • 

3 
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CAUSES  OF  DEATH  IN  WEST  ASHFORD  RURAL  DISTRICT 


DURING-  1962 


ALL  CAUSES 

1.  Tuberculosis,  respiratory 

2.  Tuberculosis,  other 

3.  Syphilitis  disease 
4*  Diphtheria 

3.  Whooping  Cough 

6.  Meningococcal  infections 
7*  Acute  Poliomyelitis 
8.  Measles 

9*  Other  infective  and  parasitic  diseases 

10.  Malignant  neoplasm,  stomach 

11.  Malignant  neoplasm,  lung  bronchus 

12.  Malignant  neoplas,  breast 
13*  Malignant  neoplasm,  uterus 

14*  Other  malignant  and  lymphatic  neoplasms 

13.  Leukaemia,  aleukaemia 

16.  Diabetes 

17.  Vascular  lesions  of  nervous  system 

18.  Coronary  disease,  angina. 

19.  Hypertension  with  heart  disease 

20.  Other  heart  disease 

21.  Other  circulatory  disease 

22.  Influenza 

23.  Pneumonia 
24*  Bronchitis 

25.  Other  diseases  of  respiratory  system 

26.  Ulcer  of  stomach  and  duodenum 

27.  G-astritis,  enteritis  and  diarrhoea 
’.8.  Nephritis  and  nephrosis 

!9«  Hyperplasia  of  prostate 
0.  Pregnancy,  childbirth,  abortion 

1.  Congenital  malformations 

2.  Other  defined  and  ill-defined  diseases 
3*  Motor  vehicle  accidents 

4.  All  other  accidents 

5.  Suicide 

6.  Homicide  and  operations  of  war 


1 


i 


Males 

69 

Females  j 
91  | 

— 

i 

- 

- 

- 

1 

- 

- 

— 

- 

- 

- 

- 

- 

- 

- 

- 

— 

— 

1 

2 

3 

1 

- 

3 

— 

- 

7 

6 

- 

- 

1 

1 

8 

23 

18 

13 

1 

4 

7 

8 

4 

- 

1 

2 

6 

13 

4 

3 

1 

— 

- 

1 

— 

— 

2 

-- 

1 

- 

- 

— 

- 

— 

3 

8 

— 

- 

— 

1 

- 

— 

— 

1 
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There  were  no  deaths  from  Tuberculosis  of  a  patient  who  had  not  been 
notified  as  suffering  from  this  disease. 
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IMMUNISATION 


The  following  table  shows  the  diphtheria  immunisation  and  whooping 
cough  immunisation  figures  for  1962*  based  on  the  returns  submitted  to  the 
Ministry  of  Health. 


Year  of  Birth 

Diphtheria  Immunisation 
(Singly  or  in  combination) 

Lrho oping  Cough  Immunisation 
(Singly  or  in  combination) 

Primary 

Reinforcing 

Primary 

1962 

63 

Nil 

62 

1961 

43 

6 

43 

I960 

3 

24 

3 

1959 

2 

3 

1 

1958 

1 

8 

1 

1953-1957 

1 

51 

1 

1948-1952 

Nil 

1 

Nil 

Total 

113 

93 

111 

SMALLPOX  VACCINATION 


The  following  table  shows  the  smallpox  vaccination  figures  for  1 962 
based  on  the  return  submitted  to  the  Ministry  of  Health. 


Age  at  Date  of 

Number  Vaccinated 

Number  Re-Vaccinated 

Vaccination 

Under  1 

59 

- 

1 

11 

1 

2  to  4 

20 

3 

5  to  14 

43 

37 

1 5  or  Over 

49 

84 

Total 

182 

125 

POLIOMYELITIS  VACCINATION 


Year 

2  Injections 

( SALK) 

3rd  Dose 
(SALK  and  ORAL) 

4th  Dose 
(SALK  raid  ORAL) 

3  ORALS 

(Complete  Course) 

1962 

- 

- 

- 

13 

1961 

6 

26 

- 

45 

1957-1960 

17 

78 

- 

10 

1945-1956 

2 

76 

55 

5 

1933-1942 

9 

43 

- 

8 

Others 

9 

121 

- 

14 

Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b30258443 


Public  Health  Department, 
2  Llwick  Road, 
Ashford, 
Kent. 


To  the  Chairman  and  1  embers  of  the 

Nest  Ashford  Rural  District  Council. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  beg  to  submit  my  sixth  annual  report  on  the  sanitary 
circumstances  in  the  rural  district  and  tue  activities  of 
the  department  for  the  year  1962. 


STAFF 


Senior  Public  Health  Inspector  and 
Public  Cleansing  Officer: 

Arthur  H.  Hayes,  M.R.S.H.  ,  H.A.P.H.I.,  S.R.N. 

Additional  Public  Health  Inspector: 

P.  Howard,  M.A.P.H.I. 


Clerk:  Rodent  Operator: 

Miss  A.  wells  to  23.11.62.  A.  Button  to  31.12.62. 

Miss  £.  Dawson  from  5.11.62.  C.  Myers  from  12.11.62. 

Public  Cleansing: 

S.  Foreman  (foreman)  and  five  workmen. 

T.  Fright,  ''art  time  cleaner  at  public  conveniences 

The  emphasis  this  year  has  been  on  providing  a  higher 
degree  of  surveillance  in  all  aspects  of  public  health  and 
to  further  increase  the  awareness  of  food  handlers,  of  all 
kinds,  on  the  dangers  that  can  accrue  from  insanitary  prac¬ 
tices. 

Much  time  has  been  spent  in  the  inspection  of  meat  at 
the  slaughterhouses  and  at  last  the  persistent  plugging  away 
at  the  operatives  -  to  change  from  old  established,  but  highly 
insanitary  methods  of  practising  their  craft  -  is  showing  signs 
of  success.  More  time  is  being  given  to  the  washing  down  of 
floors  and  walls  and  the  sterilisation  of  wiping  cloths  and 
instruments,  whilst  smoking  when  handling  meat  is  practically 
a  thing  of  the  past. 

Concern  has  been  shown  at  the  method  of  refuse  disposal. 
The  collection  service  continued  to  expand  with  the  new  buil¬ 
ding  development  taking  place.  Nineteen  hundred  and  sixty- 
three  will  see  a  new  appraisal  of  the  cleansing  service  as 
a  whole. 

Mention  must  be  made  of  the  high  degree  of  co-operation 
I  have  received  from  Mr.  Howard  and  his  attitude  in  dealing 
firmly,  but  fairly,  with  the  many  problems  given  him. 

A  summary  follows  of  the  work  carried  out  during  the 
year  with  comments  on  each  subject. 


watlr  Supply 


The  main  supply  of  the  district  is  undertaken  by  the 
Mid  Kent  „ater  Company,,  Collection  is  from  the  chalk  hills 
at  Charing  by  means  of  artesion  wells  and  is  stored  in  high 
level  reservoir  tanks  and  distributed  by  gravity. 

Two  small  extensions  were  carried  out  during  the  year 
involving  fifteen  dwelling  units.  All  new  building  projects 
were  on  sites  adjacent  to  piped  water, 

"Water  Samples 


No,  Satisfactory 

bnsat isf actory 

Raw  water  (l  id  Kent) 
Chemical-analysis 

.....  ._ .... .  _ :  _  .  .j 

1  1 

.  . . 

— 

Treated  water  (Kid  Kent) 

C  he  mi c  a 1-ana ly sis 

Bacterial  examination 

2  2 

8  8 

. 

Private  sources  piped 
to  dwellings 

1 2  1 

11 

Analyst’s  report  on  Hid  Kent  raw  water  is  as  follows: 


C  hemic  a 1  Kxami na t i on  parts  per  million 

Total  solid  residue  (dried  at  180°C)  245 

Chlorine  present  as  chloride  22,7 


Nitrite  Nitrogen  none 

Nitrate  Nitrogen  7.6 


Ammoniac al  Nitrogen 
Albuminoid  Nitrogen 

Oxygen  absorbed  in  4  hours  at  27 °C 

Alkalinity  as  CaCO^ 

hardness  as  CaC03  Carbonate 

NT  on-  c  ar  bonat  e 
Total 

Free  carbon  dioxide  as  C0o 
Residual  Chlorine 


0.00 

0.00 

0.02 

98 

EJLSj/gal. 

98  6.85 

74  5.20 

172  12.05 

55 

none 


Iron  none 

Other  metals  none 
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Bacteriological  Examination 


Number  of  colonies  developing  per  millilitre 
on  agar  in  2  days  at  37 °C. 
on  agar  in  3  days  at  22°C. 

Bacteria  of  indication  enumeration: - 
Organisms  of  the  coliform  group 
Streptococci 
Cl.  welchii 


of  water 
0 
0 

0  in  100  ml. 
0  in  1 00  ml . 
0  in  1 00  ml. 


Remarks 


This  water  is  attractive  in  appearance,  of  very  good 
organic  purity  and  is  free  from  contaminating  metals.  It 
shows  no  significant  difference  in  chemical  composition  as 
compared  with  previous  samples  from  the  same  source. 

The  bacteriological  condition  of  the  raw  water  is 
excellent. 

As  judged  by  this  examination  the  water  is  pure  and 
wholesome  and  is  suitable  for  use  for  the  public  supply. 

The  water  in  the  area  is  not  plumbo-solvent. 

The  following  table  shows  the  number  of  dwelling  houses 
in  each  parish;  those  supplied  ‘with  water  from  public  and 
private  mains  and  those  known  to  be  without  a  mains  supply 
of  any  sort.  The  latter  obtain  water  from  springs,  wells 
or  by  the  storage  of  rainwater  in  underground  tanks. 


Parish 

No.  of 
Houses 

Lst. 

Pop. 

No. of  houses  with 
Piped  Supply 

Public  Private 

Houses  with 
Other  Supplies 

Bethersden 

1-1.11 

1 140 

408 

— 

3 

C  ha  r ing 

81 3 

2370 

797 

— 

16 

Lgerton 

264 

720 

249 

10 

5 

Great  Chart 

297 

880 

296 

1 

— 

Rothf ield 

252 

730 

230 

— 

2 

Kings north 

315 

970 

314 

— 

1 

Little  Chart 

104 

310 

104 

— 

— 

Pluck ley 

323 

930 

323 

— 

— 

Shadoxhurst 

234 

610 

229 

— 

5 

Smarden 

351 

1090 

345 

— 

6 

vvestwell 

272 

980 

257 

4 

11 

Totals 

3636 

10730 

— 

3572 

15  1 

49 
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DRAINAGE,  SEEPAGE  and  SEWAGE  DISPOSAL 


The  policy  of  the  Council  to  submit  one  scheme  for 
village  main  drainage  remains  unchanged.  Approval  was  given 
and  work  commenced  on  the  sewering  of  Charing  Iieath  and  the 
provision  of  a  new  disposal  works  at  Charing  to  take  both 
this  village  and  Charing  Heath.  The  cost  of  the  project, 
£100,000. 

A  combined  scheme  for  Kingsnorth  and  S hadoxhurst  is 
in  an  advanced  stage  of  preparation  and  a  further  one  for 
Little  Chart  is  on  the  drawing  board. 


Sewered 

Approved  Schemes 

Proposed  Schemes 

Bet hers den 

1 

Charing  ) 

Charing  Heath) 

WORK  CO  M  M 

E  N  C  E  D 

Egerton 

1 

Great  Chart 

1 

Hothf ield 

1 

Kingsnorth 

1 

Little  Chart 

1 

Pluck  ley 

1 

Shadoxhurst 

1 

Smarden 

1 

We stw ell 

1 

Totals 

6 

Nil 

5 

School  Sanitation 


In  general  the  schools  in  the  area  are  satisfactorily 
provided  with  toilet  facilities  and  drainage.  The  only 
exception  is  Egerton  Primary  School,  where  a  range  of  trough 
closets  is  still  in  use. 

Public  Conveniences 


The  public  convenience  in  the  centre  of  Charing  village 
is  still  the  only  one  in  the  district c  The  Council  has  app¬ 
roved  the  removal  of  the  cash  door  locks.  The  free  service 
will  be  maintained  as  long  as  no  damage  or  pilfering  occurs. 

I  feel  the  time  has  now  come  for  the  Council  to  consider 
selecting  certain  public  houses  throughout  the  district  and 
by  agreement  with  the  owners,  have  the  toilet  facilities 
designated  public  conveniences  .  The  Council  would  have  to 
be  prepared  to  pay  some  cost  towards  maintenance  and  to 
provide  direction  signs. 
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Cesspool  Emptying 


Ihis  is  the  facet  of  the  public  cleansing  service  which 
provides  the  greatest  problem.  Thu  sporadic  private  building 
and  the  improvement  of  old  buildings  naturally  increases  the 
bulk:  of  waste  water  for  disposal,  but  the  sites  to  receive 
these  wastes  are  not  increasing  at  the  same  rate.  Adverse 
weather  conditions,  long  hauls,  labour  difficulties  all  added 
to  the  problem  of  collection  and  disposal. 

It  is  my  opinion  that  the  only  answer  to  this  problem 
is  the  provision  of  main  drainage  schemes  as  quickly  as 
possible. 


Cesspools  Emptied 

£. 

s . 

d. 

Private 

1962 

1206 

1  846. 

18. 

9. 

1961 

1  290 

1954. 

8. 

0. 

Council 

1962 

342 

1007. 

19. 

9. 

1 961 

255 

729. 

13. 

6. 

Total 

1962 

1548 

2854. 

18. 

6. 

1961 

154  5 

2684. 

1. 

6. 

Cesspools  in  general  register  (excluding  Council 
properties  and  automatic  register) 

Total  Cesspools  Not  Emptied  Emptied  Once  Emptied  Twice 

1497  678  633  186 


Automatic  .Register 

One  hundred* and  seventy  properties  are  included  on  this 
register  and  are  either  blocks  of  houses  sharing  a  common 
cesspool  or  properties  'which  because  of  the  nature  of  the 
soil,  have  to  be  emptied  at  regular  intervals  by  the  Council, 
with  the  owner  paying  for  any  additional  emptyings. 


FOOD  and  DRUGS  ADD  IP  ISTR4TI0N 

Number  of  licensed  slaughterhouses  2 

Number  of  licensed  slaughtermen  13 

Slaughterhouse  Inspection 

Throughout  the  year  1 00;  7  post  mortem  inspection  of 
carcases,  meat  and  offal  was  maintained. 

There  has  been  no  lessening  in  the  amount  of  overtime 
and  weekend  working,  but  the  evening  finishing  time  is  now 
between  7  -  9p.m.  except  at  peak  periods. 

The  output  has  practically  doubled  and  as  envisaged  in 
my  report  of  1961  the  pig  throughput  has  increased  by  822%, 
sheep  75%  and  beef  by  195%. 
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No  tuberculosis  lesions  were  found  in  beef  glands  but 
some  sixty -one  pigs  heads  showed  evidence  of  the  disease. 

•  The  incidence  of  Cysticercus  Bovis  (cystic  stage  of 
human  tapeworm)  showed  a  slight  increase  over  the  previous 
year  and  points  out  the  necessity  for  extreme  vigilance  on 
the  part  of  the  inspectorate. 


DETAILS  OF  FOODSTUFFS  OF  ALT  TYPES  CONLEi  NED  LURING  1962 


a) 

Condemned  at  Slaughterhouses:- 

Lbs. 

55 

Sheep  carcases 

Emaciation 

1444 

2 

Sheep  carcases 

Fevered 

58 

1 

Sheep  carcase 

Injury 

29 

4 

Sheep  carcases 

Multiple  Abscesses 

139 

6 

Sheep  carcases 

Septicaemia 

195 

1 

Sheep  carcase 

Moribund 

46 

13 

Sheep  carcases 

Emaciation  &  Oedema 

438 

1 

Sheep  carcase 

Septic  Pleurisy 

33 

1 

Sheep  carcase 

Injury 

30 

1 

Sheep  carcase 

Pyaemia 

33 

1 

Sheep  leg 

Arthritis 

12 

1 

Sheep  breast  &  flank 

Septic 

15 

2 

Pigs  carcases 

Moribund 

400 

1 

Pigs  carcase 

Fevered 

28 

1 

Pigs  carcase 

Pyaemia 

88 

1 

Pigs  carcase 

Septicaemia 

76 

1 

Pigs  carcase 

Congested  &  badly  bled  53 

1 

Pigs  flare  &  kidney 

Peritonitis 

3 

1 

Pigs  kidney 

Necrosis 

1 

60 

Pigs  heads 

Tuberculosis 

68b 

3 

Pigs  heads 

Abscesses 

28 

5 

Pigs  legs 

Arthritis 

49 

1 

Pigs  leg 

Injury 

7 

2 

Calf  carcases 

Pyaemia 

124 

1 

Calf  carcase 

Fevered 

46 

1 

Calf  flank  &  loin 

Blood  infiltration 

38 

1 

Cows  carcase 

Traumatism 

200 

1 

Cows  carcase 

Emaciation  & 

Peritonitis 

300 

1 

C  ow  s  le  g 

Injury 

15 

1 

Cows  rump 

Fractured 

40 

1 

Cows  ribs 

Bruising 

30 

2 

Heifers  flanks 

Bruis ing 

50 

1 

Beasts  flank 

Peritonitis 

51 

1 

Beasts  chuck 

Bruising 

30 

Total  meat  condemned 

4815 

lbs 

Total  offal  condemned 

13022 

lbs 

b) 

Condemned  in  Chops:- 

Smoked  haddock 

Decomposed 

14 

lbs 

c) 

Condemned  in  Stores:- 

Moroccan  Oranges 

Rotted  and  Mouldy 

126 

lbs 

Australian  Pears 

Contaminated 

210 

lbs 

Cyprus  Potatoes 

Rotted  and  Scabbed 

728 

lbs 

1891 5 

lbs 

Total  condemned  8  tons  8  cwts  3  qtrs.  15  lbs. 
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Figures  in  brackets  refer  to  1961. 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Total 

Number  killed 
and  inspected 

1569 

(899) 

771 

(295) 

1049 

(1007) 

26576 

(16028) 

7102 
( 864) 

37067 

(19039) 

ALL  DISEASES 

EXCEPT  T.B.  & 
CYSTICERCI 

v *  hole  carcases 
condemned 

(-) 

0 

0) 

3 

(-) 

76 

(31) 

5 

(-) 

86 

(32) 

Carcases  of 
which  some 
part  or  organ 
was  condemned 

244 

(99) 

259 

(86) 

3 

(2) 

987 

(320) 

565 

(35) 

2058 

(542) 

%  of  the  num¬ 
ber  inspected 
affected  with 
diseases  other 
than  T.B. 

15.5 

(11) 

33.8  . 
(29.5) 

.5 

(-) 

4 

(2.1 ) 

8 

(4) 

TUBERCULOSIS 

ONLY 

whole  carcases 
condemned 

(-) 

(-) 

(L 

(-) 

(-) 

(-) 

Carcases  of 
which  some 
part  or  organ 
was  condemned 

(-) 

0  ) 

(L 

(-) 

61 

(4) 

61 

(5) 

%  of  the  num¬ 
ber  inspected 
affected  with 
Tuberculosis 

(") 

(.3) 

(-) 

(-) 

.85 
( .46) 

CYSTICERCOSIS 

Carcase  of 
which  some 
part  or  organ 
was  condemned 

7 

(3) 

5 

0) 

(-) 

(-) 

(L 

12 

(4) 

Carcases  sub¬ 
mitted  to 
treatment  by 
refrigeration 

(1 

(L 

(L 

(L 

(7 

(-) 

Generalised 
and  totally 
condemned 

(1 

(L 

(B 

(-) 

(7 

(L 
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Knackers  Yards  (Offensive  Trade) 


Number  of  Licences  issued  1 

Number  of  inspections  6 

The  above  business  is  carried  out  in  a  very  efficient 
manner.  The  buildings  are  constantly  being  improved  and 
during  the  year  a  wash  room  with  constant  hot  water  supply 
has  been  installed,  also  a  large  refrigerator  has  been  fitted. 
A  stunning  pen  is  in  the  course  of  erection. 

One  carcase  received  at  the  yard  was  found  to  have 
Anthrax.  This  and  six  other  carcases  which  had  been  in 
contact  with  it,  together  with  drag  ropes  etc.,  were  cre¬ 
mated  on  the  spot. 

Inspection  and  Supervision  of  Food  ^remises 

The  following  table  indicates  the  number  of  the  various 


types  of  food  premises  in  the  area. 

Licensed  premises  including  clubs  32 

Cafes  and  restaurants  9 

Butchers  shops  9 

Fruit  and  Vegetable  shops  2 

Grocers  and  general  shops  36 

Creamery  1 

Confectioners  3 

Food  factories 

95 


Luring  the  year  two  hundred 
inspection  were  made  to  the  above 


and  eleven  visits  of 
premises. 


Id censed  Premises 

Nineteen  visits  were  made  to  Public  houses  and  Clubs 
during  the  year. 

Informal  notices  were  served  in  three  instances  for 
improvements  to  sanitary  conveniences,  washing  facilities 
and  cellar  modernisation. 


In  general  the  premises  were  clean  and  well  run.  The 
technique  of  food  handling  with  covered  counter  snacks  was 
good.  The  brewers  appear  to  be  ready  to  modernise  and 
improve  bars,  but  are  apt  to  forget  the  non  profit  side 
-  conveniences  and  washing  facilities. 

Pestaurants  and  Restaurant  Kitchens 

Twenty  four  visits  were  paid  to  this  class  of  food 
premises.  All  were  well  maintained  and  on  a  high  level 
with  regards  hygiene. 


8 


Bakehouses 


Number  of  Bakehouses  4 

Number  of  visits  19 

The  bakehouses  in  the  district  are  small  and  only 
bake  for  the  owner’s  personal  shops  and  rounds.  No  whole¬ 
sale  baking  takes  place  in  the  district.  The  statutory 
whitewashing  was  carried  out  and  records  kept  in  accordance 
with  the  provisions  of  Factories  Act. 

Ice  Cream  Premises 

Number  of  premises  registered  52 

None  of  the  registered  premises  sell  ice  cream  ex¬ 
clusively.  Its  sale  forms  part  of  other  food  businesses. 
All  ice  cream  retailed  over  the  counter  is  of  the  pre¬ 
wrapped  variety. 

There  are  no  manufacturers  within  the  district. 


MIIIC  SUPPLIERS 

Number  of  registered  distributors  of  milk  15 

Number  of  registered  dairies  4 

The  Kent  County  Council  is  the  responsible  authority 
for  the  issue  of  licences  for  the  sale  of  designated  milks. 

This  authority  is  obliged  to  register  retailers  with¬ 
in  the  district  as  Distributors  of  Milk. 

There  are  no  pasteurising  plants  in  the  area  and  the 
bulk  of  retailed  milk  is  processed  at  three  main  points  in 
adjoining  district. 

No  milk  was  sampled  for  bacteriological  or  other  pre¬ 
scribed  examination.  There  were  no  complaints  regarding  milk 
or  milk  containers. 

Sixteen  visits  were  paid  to  cowsheds  and  dairies  and 
at  no  time  were  adverse  conditions  noted. 

Generally  there  are  good  relations  between  all  food 
traders  and  handlers  and  of  necessity  this  must  react 
favourably  to  the  general  public*  the  Council  and  the 
industry. 

Sampling  by  County  Sampling  Officers 

The  following  details  are  of  samples  taken  within  the 
rural  district  and  submitted  to  the  Public  Analyst.  The 
figures  were  furnished  by  the  Chief  Inspector  of  the  weights 
and  Measures  Department  of  Kent  County  Council*  which  is  the 
responsible  authority  for  this  purpose. 

Article  No. 

Ammoniated  Tincture  of  Quinine  1 

Beef  Curry  .. A... 
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c/fd.  2 


Article 


No 


Butter  Mints 

Camphorated  Oil 

Cheddar  Cheese,  New  Zealand 

Chili  Sauce 

Chocolate  Cream  Eggs 

Christmas  Pudding 

Cider  Vintage  r.  ine  Medium  Sweet 

Extra  Strong 

Coffee  and  Chicory  Mixture 

Double  Cream 

Evaporated  Milk 

Fine  Oatmeal 

Oin 

Glycerin,  Lemon  and  Honey 
Ground  Rice 
Liqueur  Eggs 

Marrowfat  Processed  Peas 
M ar z i p an  A Imond  Icing- 
Milk 

Milk  Chocolate  Cream  Eggs 


b/fd.  2 
1 
1 
1 
1 
1 
1 

1 
1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

25 
1 


Oranges  1 
Peaches  in  heavy  l.yrup  1 
Peanut  Kernels,  raw  1 
Refined  Deodorised  Nut  Oil  1 
Rice  1 
Rich  Old  English  Christmas  Pudding  1 
Rolled  Oats  1 
Rum  1 
Sago  1 
Salt  1 


Salted  Peanuts 


Steak  and  Kidney  Pie 
Steak  and  Kidney  Pudding 


3 

1 

c/fd  60 
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Article 


Mo. 


b/  fw .  60 

Steak  and  Vegetables  1 

Whisky  i_ 

Total  62 


Summary 


Milks 

25 

Drugs 

3 

Spirits 

33 

Other  samples 

2L 

62 

All  the  above  samples  were  genuine  with  the  exception 
of  the  following:- 


S am pie  of 
Fine  Oatmeal 


Ammonia ted 
Tincture  of 
Quinine 


Marzipan 
Almond  Icing 


Steak  and 
Vegetables 


Analysis 


Action  taken 


Samples  contained  nine¬ 
teen  weevils  and  one 
maggot 


Stock  destroyed 
and  bins  boiled 
out. 


Quinine  Sulphate  1.9%  Remaining  stock 

complies  with  B.P.C.  withdrawn  from 

Ammonia  0.69%,  does  sale, 

not  comply  with  B.P.C. 

(limits  0.85%  -  1.05%) 


Oil  14.1%  Protein  5.2%  Makers  notified, 
corresponding  with  23% 
almonds,  bsually  ac¬ 
cepted  minimum  25% 

Meat  26%  (Food  standards  Suppliers  noti- 
Committee  Report  recom-  fied. 
mended  minimum  35%) 


HOUSING- 


Luring  the  year  inspection  of  the  obsolete  properties 
continued. 

Twelve  properties  were  considered  as  unfit  and  incapable 
of  repair  at  reasonable  cost.  Once  tenants  have  been  rehoused 
there  is  a  large  number  of  house  purchasers  ready  to  pour  un¬ 
reasonable  amounts  of  money  into  these  properties  to  bring 
them  up  to  a  modern  standard  whilst  retaining  their  period 
exteriors.  In  this  manner  many  old  and  unsanitary  properties 
are  modernised  and  retained  to  enhance  the  countryside. 

Houses  considered  under  Section  16,  12 

Housing  Act,  1957. 

Houses  recommended  for  demolition  - 


1 1 


Houses  recommended  to  be  closed 
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Houses  demolished  3 

Many  properties  were  repaired  by  owners  through  the 
medium  of  informal  notices. 

Inspections 

The  number  and  character  of  housing  inspections  carried 
out  in  accordance  with  housing  is  as  follows:- 

Inspection  on  complaint  77 

Reinspection  on  service  of  notice  237 

Informal  notices  served  15 

Informal  notices  complied  32 

Statutory  notices  served  1 

Statutory  notices  complied 

Dwellings  inspected  and  recorded  17 

The  following  table  sets  out  sanitary  work:  effected 
and  improvements  carried  out  to  existing  premises. 

Ashbins  provided  13 

Baths  provided  31 

Brickwork  repaired  5 

Chimneys  repaired  .  3 

Hot  water  systems  provided  31 

Inside  walls  repaired  20 

Floors  repaired  _  17 

Roofs  repaired  2 

Staircases  repaired  2 

Water  supply  provided  14 

window s/sash  cords  repaired  15 

New  drains  constructed  15 

Inspection  chambers  constructed  27 

Premises  connected  to  Septic  Tank  13 

Premises  connected  to  sewers  2 

Pail  closets  demolished  1 

Premises  disinfected/disinfested  33 

Inspections  of  all  kinds  2219 

Office  interviews  197 
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Grant  Aid;  Discretionary  and  Standard  Grants. 


The  Council  has  maintained  its  policy  to  approve  grants 
to  any  property,  which  when  modernised,  has  a  useful  life  of 
at  least  fifteen  years. 

No  harsh  restrictions  or  time  'wasting  obstacles  were 
placed  in  the  way  of  owners.  After  an  examination  of  esti¬ 
mates  had  been  carried  out  5 0 %  grant  aid  was  given  in  all 
cases. 


This  has  ensured  retention  of  many  properties,  which 
must  otherwise  have  been  lost  forever. 

Owner/occupiers  appear  to  be  taking  more  advantage 
than  landlords  of  grant  aid.  This  must  be  due  to  (1  )  the 
tenant  not  wishing  to  pay  the  increased  rent  and  (2)  the 
landlord  feeling  that  the  return  after  improvements  in  in¬ 
sufficient.  This  view  may  be  changed  now  that  the  amount 
chargable  for  the  owners  half  of  the  improvements  being 
increased  from  8%  to  J\2%.  Nevertheless  the  demand  for 
houses  is  so  high  that  often  the  chance  of  selling  empty 
houses,  outweighs  the  returns  expected  from  improvements. 

The  latest  circular  from  the  Ministry  of  Housing  and 
Local  Government  stresses  the  need  to  try  and  get  as  many 
properties  modernised  as  possible.  This  policy  is  being 
pursued  through  the  villages. 

Discretionary  Grants 

Preliminary  grants  approved  in  principle  20 

Grants  proceeded  with  2 6 

Grants  completed  26 

Total  grant  aid  given  £9382:13:6 

Standard  Grants 


Applications  approved  12 

Schemes  completed  8 

Total  grant  aid  given  £1075 

Disposition  of  Grant  Aid 

Qwner/Occupiers  Tenants 

Discretionary  19  7 

Standard  6  2 

Rent  Act.  1957. 

Certificates  of  Disrepair. 


Number  of  applications  for  Certificates  of 

Disrepair  Nil 

Number  of  Certificates  (issued  in  previous 

years)  cancelled  Nil 
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Council  Housing  Programme 


The  entire  building  project  of  the  Council  during  the 
past  year  has  been  the  erection  of  Old  People’s  Bungalows. 
It  is  envisaged  that  these  units  can  be  equally  suitable 
to  young  married  couples  with  either  one  or  no  children. 

Re-Housing 


Number  of  families  re-housed  UU 

Number  of  families  on  Housing  List  93 

Of  the  families  re-housed  during  1-962  some  were  from 
the  housing  list  and  others  from  condemned  properties. 

As  a  means  of  obtaining  accommodation  for  the  larger 
family  units,  the  Housing  Manager  tries  to  persuade  tenants 
in  the  larger  houses  to  transfer  to  smaller  units. 

vv it h  the  high  cost  of  building,  it  remains  to  be  seen 
Just  how  much  longer  the  exchange  system  can  remain  per¬ 
suasive. 


House  Erection 


By  Local  Authority  11 

By  Private  Lnterprise  63 


RODENT  CONTROL 


The  rodent  control  service  is  maintained  by  a  full  time 
operator,  who  efficiently  carries  out  his  statutory  duties 
of  sewer  treatments  and  survey  of  agricultural  holdings  and 
free  treatments  to  domestic  properties  and  business  premises 
and  agricultural  holdings  on  repayment. 

There  is  a  good  liaison  between  the  local  farmers  and 
the  operative  and  many  have  contracted  for  regular  treat¬ 
ments. 

The  village  sewers  were  regularly  treated  and  the  work 
in  progress  inspected  by  Field  Officers  of  Ministry  of  Agri¬ 
culture,  Fisheries  and  Food.  In  only  one  instance  was  a 
trace  of  rats  found  and  this  was  easily  cleared.  The  base 
bait  used  was  pinhead  oatmeal  to  which  warfarin  0.5%,  sugar, 
oil  and  mould  inhibitant  were  added. 

Three  monthly  treatments  were  lost  due  to  the  long  ill¬ 
ness  of  the  operator,  who  was  eventually  retired  and  a  new 
man  employed. 
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Local 

Autho¬ 

rity 

Dwelling 

Houses 

Agricul¬ 

tural 

All  Other 
( Including 

Business 

Premises) 

Total  number  of 
properties  in 

Local  Authority’ s 
area 

9 

3635 

31+3 

-138 

Number  of  proper¬ 
ties  inspected  as 
result  of  notifi- 
cat ion 

1 

56 

12 

18 

Number  of  proper¬ 
ties  inspected  as 
result  of  survey 
or  otherwise 

9 

11*9 

136 

37 

Number  of  proper¬ 
ties  inspected 
which  were  found 
to  be  infested  by 

Rats 

7 

51 

40 

24 

Mice 

8 

1 

Number  of  infested 
properties  treated 
by  Local  Authority 
(completed  treat¬ 
ments  only) 

5 

52  . 

15 

15 

Total  treatments 
carried  out  in¬ 
cluding  retreat¬ 
ments 

10 

59 

40 

25 

Number  of  "Block 

Control"  treat-  6  of  2  1  of  3  1  of  4 

ments  carried  out 


DISINFECTION  and  LIS  INFESTATION 

This  service  was  carried  out  by  the  rodent  operator. 

There  was  a  considerable  decrease  in  the  wasp  infes¬ 
tations,  probably  due  to  the  wetter  summer. 

A  heavy  infestation  of  bats  occured  in  between  the  fire 
walls  of  a  block  of  Airey  Houses.  The  bats  made  their  entry 
through  the  minute  space  between  the  top  of  the  walls  and 
the  eaves  and  used  the  one  inch  wide  space  separating  two 
houses  as  their  harbourage.  Some  seventy-two  bats  were 
killed  or  removed. 
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The  following  infestations  were  treated: - 


Pleas  2 
Bats  1 
Wasps  6 
Beetles/Cockroaches  4 
Ants  17 


REFUSE  COLLECTION  and  SALVAGE 

The  present  refuse  and  salvage  collection  is  undertaken 
by  two  gangs  of  three  men  using  S/D  fore  and  aft  tippers. 

The  service  is  still  weekly  in  the  built  up  villages  and 
fortnightly  in  the  detached  areas.  The  Council  has  agreed 
that  as  from  September  1  963  there  will  be  a  weekly  collection 
throughout  the  district. 

This  is  the  last  year  for  crude  tipping.  An  agreement 
has  been  reached  with  an  adjoining  authority  for  a  joint  sys¬ 
tem  of  controlled  tipping  to  be  started  in  19&3.  The  coverage 
being  undertaken  by  the  Urban  District  Council  on  a  payment 
basis. 


This,  together  with  the  weekly  collection,  will  bring  the 
rural  district  into  line  with  other  progressive  authorities. 

Collection  of  salvagable  materials  gives  a  valuable  in~ 
come  and  offsets,  to  some  degree  the  cost  of  the  service. 

Regular  treatments  of  the  tip  for  fly  and  rat  infestations 
has  been  carried  out  and  is  not  now  a  major  problem. 

Figures  in  brackets  refer  to  1961. 


Tons. 

Cwts. 

£ 

s 

Mixed  waste  papers 

188 

oi 

1521 . 

11 . 

3. 

and  cardboard 

(195 

18!) 

(1569. 

9. 

3.) 

Metals,  rags,  etc. 

• 

Hit. 

19. 

10. 

(137. 

2. 

9.) 

Totals 

1636. 

11  . 

1. 

(1706. 

12. 

0.) 
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CARAVaN  sites 


Number  of  sites  in  area  Private  2 

Gypsy  sites  Council  1 

Private  Caravan  Sites 

The  private  caravan  sites  are  well  run  and  conform  to 
the  regulations. 

An  application  for  an  extension  to  one  site  was  refused 
on  appeal. 

In  the  main  the  sites  are  used  by  permanent  residents 
and  passing  and  holiday  caravanners  are  not  encouraged, 

Pural  District  Council  Gypsy  Site 

Nineteen  hundred  and  sixty-two  was  the  second  full  year 
of  the  camp’s  life.  It  has  been  visited  by  Ministry  officials, 
M.P.s.  and  Councillors  of  other  districts.  More  Councils  are 
considering  the  provision  of  like  sites,  but  much  needs  to  be 
done  to  convince  many  of  the  need  to  aid  this  section  of  the 
public. 

The  Council  is  whole  heartedly  behind  the  scheme  to  make 
it  a  success,  but  have  hod  to  enforce  some  hard  dicisions. 

Following  complaints  of  sheep  worrying,  all  dogs  had  to  be 
banned  from  the  site.  The  removal  of  the  dogs  was  carried  out 
with  the  full  co-operation  of  the  gypsies.  The  original  sani¬ 
tary  block,  with  segregation  of  sexes,  was  changed  to  a  system 
of  locked  w.c.s.  apportioned  one  to  each  two  caravans. 

Lorries  which  had  formerly  been  parked  away  from  the 
caravans  were  allowed  to  be  placed  alongside  the  caravans,  thus, 
giving  family  units  complete  with  their  possessions. 

Damage  to  fences  and  woodlands  still  occurs  sporadically, 
but  all  the  trials  are  offset  by  the  fact  that  the  children 
attend  school  regularly  and  the  adults  are  slowly  appreciating 
the  permanent  site  and  the  abundant  facilities. 

The  Council’s  policy  to  rehouse  the  ten  nts  as  they  show 
signs  of  conforming  to  the  better  living  conditions,  has  been 
put  into  practise.  One  family  was  rehoused  during  the  year 
and  there  is  a  great  possibility  of  two  more  in  nineteen  hun¬ 
dred  and  sixty-three. 


FACTORY  ADMINISTRATION 

During  the  year  ninety  visits  were  paid  to  the  various 
factories  in  the  area.  Since  nineteen  hundred  and  sixty 
slaughterhouses  have  been  added  to  the  list  of  operations  com¬ 
prising  factories. 

There  was  no  need  for  formal  action  to  rectify  omissions 
or  contraventions.  The  informal  procedure  was  sufficient  to 
get  c omp 1 i a n c e . 
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Prescribed  Particulars  on  the  Administration 
of  the  Factories  Act,  1937 

Part  1  of  the  Act 

1  -  Inspections  for  purposes  of  provision  as  to  health 

(including  inspections  made  by  Public  Health  Inspectors) 


Premises 

0) 

No. 

on 

Peg. 

(2) 

Number  of 

Inspec¬ 

tions 

(3) 

written 

notices 

(4) 

Occupiers 

prosecuted 

(5) 

( i)  Factories  in  which 

Sections  1,2 ,3fU 
and  6  are  to  be 
enforced  by  Local 
Authorities, 

6 

9 

. 

i 

(ii)  Factories  not  in¬ 
cluded  in  (i)  in 
which  Section  7  is 
enforced  by  Local 
Authority 

3U 

81 

• 

_ 

( iii)  Other  premises  in 
which  Section  7  is 
enforced  by  Local 
Authority  (exclu- 
dirg  ou two rhers' 
premises ) 

— 

— 

— 

Total 

1*0  : 

90 

Nil 

i 

Nil 

2  -  Cases  in  which  defects  were  found. 

N  I  L 

Part  VIII  of  the  Act  -  Outwork  (Section  110) 


No.  of 

No.  of 

No,  of 

Outworkers 

cases  of 

prosecutions 

Nature 

in  August 

default 

for  failure 

of 

list 

in  sending 

to  supply 

work 

required 

lists  to 

lists 

by  Section 
110  (1 )  (c) 

the  Council 

0) 

(2) 

(3) 

(4) 

Wearing 
Apparel  - 
Making  etc. 

1 

— 

— 

All  Others 

— 

— 

— 

Totals 

1 

Nil 

Nil 

S ect ion  111 


Nature 

of 

Work 

No.  of 
instances 

Of  work  in 
unwholesome 
premises 

(5) 

Notices 

served 

(6) 

Prosecutions 

(7) 

rearing 

Apparel  - 
Making  etc. 

All  Others 

— 

— 

— 

Totals 

— 

— 

— 

SHOPS  ACT  ADMINISTRATION 

In  this  area,  it  is  customary  to  oversee  the  provisions 
of  the  Shops  Act  whilst  visiting  the  premises  for  some  other 
duty. 

Most  shops  are  village  owner/occupier  premises  and  but 
a  few  are  employers  of  labour. 


SAILii  IING  POOLS 

There  are  no  public  swimming  pools  in  the  area.  Of  the 
private  ones,  three  are  in  private  grounds  and  the  other  at 
a  Preparatory  School. 

No  samples  were  taken. 


In  conclusion 
appreciation  to  the 
interest  during  the 
co-operation  at  all 


I  would  like 
Counc il  for 
year  and  to 
z imes . 


to  record  my  thanks  and 
their  continuous  support  and 
the  staff  for  thej  r  loyal 


I  have  the  honour  to  be. 
Your  obedient  servant, 


ARTHUR  II.  HAYES 


Senior 


Public  Health  Inspector 
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